4 inches to 8 inches wide and about 18 Inches long as the stock
to be welded onto the canopy legs to raise the canopy 3 Inches,
Lewis used the term "chain link" in passing Shepherd's instruc-
tions on to Gilliam.  Gilliam discussed the raising of the canopy
legs with Wallace Cornett, now deceased, but whose deposition Is
Exhibit 11 in this proceeding, and Cornett expressed an opinion
to Gilliam that use of chain links to extend the canopy height
would weaken it and Cornett said he wouldn't carry out Shepherd's
instructions because welding a chain link to the legs would
weaken them.  Cornett stated that Gilliam expressed no opinion
that carrying out Shepherd's instructions would be unsafe.

(23)  Marion Shepherd stated during his direct examination
that he had instructed Lewis to weld a piece of coupling bar
measuring l~l/4 inch in thickness to the bottom of the canopy's
legs so as to raise it 3 Inches,  Shepherd claims that welding a
piece to the bottom of the legs would not have weakened them
because the joining welds would be down in the sleeves that hold
the legs on the loading machine. He conceded during cross-
examination that the holes in the bottom of the canopy's legs and
in the top of the canopy's holders were situated so close to the
top of the holders that the welds would necessarily be outside the
holders.  Shepherd also expressed the opinion that the repairmen
had simply turned the canopy around so as to place the front legs,
which were about 4 inches longer than the rear legs, in the rear
where the increased height was needed.  Shepherd was unaware that
the canopy was wider in the rear than it was in front and that
the front legs would not fit into the rear holders nor the rear
legs into the front holders if the canopy were simply turned
around.  Although he conceded that the repairmen would have had

to cut all four legs off in order to reverse the position of the
front and rear legs, he nevertheless Insisted that the repairmen
had plenty of time within which to raise the canopy's height.
He found It inexcusable for the repairmen to have rewelded the
front legs on straight when they knew while they were welding
them that they would have to fit into holders which projected at
an angle.  Shepherd said the repairmen could easily have set the
canopy on the loader and could have spot welded the canopy with
the legs In proper position and could thereafter have taken the
canopy off again so that they could have welded the legs or ex-
tensions to the legs In a flat position in view of the repairmen's
claim that they were inept at performing welding while the parts
to be joined were situated in a horizontal or vertical position.

(24)  Shepherd was also critical of the repairmen for having
waited until about 3:00 a.m. to begin installing the clutch in the
shuttle car.  Shepherd said he had gone into the mine on Saturday
and had removed the traction motor from the loading machine and
had put a new motor in the loader and that the only work remaining
to be done was to connect the wires and bolt a metal band around
the motor to hold it in :position. He said that no more than 1

1661pling link about 1-1/4 Inch thick, from
